RAND | city OF CAMBRIDGE 
JUNCTION 


Sx multi-use path 


WORKING GROUP MEETING 


Monday, July 22, 2019 
6:00 PM — 8:00 PM 
Conference Room One, Floor 2 
Cambridge Public Health Department 
119 Windsor Street 
Cambridge, MA 02139 


AGENDA 


Introductions and Welcome 
Recap meetings held to date 


Group input session: Visual Photo Tour of Corridor 
Group Feedback and Homework 


o Stakeholder outreach through Working Group 
o Members visit Grand Junction Park before next meeting 


Public comment 
Upcoming Meetings Schedule 


Next steps 


GRAND JUNCTION MULTI-USE PATH DESIGN PROJECT 
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